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SDCS  Event  Report  No.  16 


Turkey,  27  March  1975 


This  event  report  contains  seismic  data  from  the  Special  Data  Collection 
System  (SDCS),  and  other  sources  for  the  above  event.  Published  epicenter 
information  from  seismic  observations  is: 


Origin  Time 

Latitude 

Longitude 

*6 

M 

s 

NORSAR 

05:15:38 

42. 6N 

024. 0E 

5.3 

N/A 

LASA 

05:15:39 

42. 8N 

026. 4E 

5.6 

N/A 

PDE 

05:15:06 

40. 4N 

026. IE 

5.7 

6.7 

Hagfors  Array,  Sweden 

05:15:04 

40  N 

026  E 

5.6 

N/A 

Using  SDCS  stations. 

LASA  and  NORSAR, 

the  epicenter  location 

and  magnitudes 

become 

05:15:07 

40. 6N 

026. 7E 

5.6 

6.4 

FN-WV  was  not  operational  for  this  event. 

All  operational  SDCS  stations,  LASA  and  NORSAR  recorded  short-period  signals 
associated  with  this  event.  The  magnification  of  the  CPSO  vertical  channel 
is  unknown.  The  number  of  instruments  contributing  to  the  summation  calibra- 
tion was  not  recorded.  The  time  correction  at  WH2YK  was  approximately  minus 
9 minutes  and  30  seconds. 

Long— period  signals  were  recorded  at  all  operational  SDCS  stations.  The  LP 
transverse  channel  at  WH2YK  was  inoperative.  The  CPSO  LP  radial  magnification 
is  unknown.  Clipped  signals  appear  on  the  LP  transverse  channel  at  HN-ME  and 
the  E-W  channel  at  CPSO.  No  low-gain  data  for  these  channels  was  available. 
Array  long-period  data  was  not  recoverable. 

Short— period  horizontal  channels  ac  RK-ON,  WH2YK,  and  HN-ME  have  been  rotated 
to  orientations  radial  and  transverse  relative  to  this  event  location. 

! Rotation  was  also  performed  on  long-period  channels  at  RK-ON. 

Scaling  factors  on  plots  are  millimicrons  at  1 Hz  (not  corrected  for  instru- 
ment response)  with  the  exception  of  LASA  and  NORSAR  short— period  plots. 

LASA  SP  scaling  factors  are  millimicrons  per  inch.  Scaling  factors  are  not 
reported  for  NORSAR  short— period. 


STATION  DESCRIPTION 


HYPOCENTER  DETERMINATION 


INPOT  FOP  EVENT 

27  BAP 

75 

05:15: 

39.0  42.800N 

26.400E 

OKH. 

PESIDOALS 

DIST. 

AZ. 

STA. 

ARRIVAL 

CALC 

REST 

PEST 

REST 

NAO 

05  20  06.7 

-0.0 

-0.0 

22.  c 

339.  4 

HN-BE 

05  25  47.9 

0.3 

0.3 

65.0 

310.2 

PK-ON 

05  26  49.3 

-0.4 

-0.5 

75.1 

325.  5 

NH2YF* 

05  36  38.3 

572.5  * 

572.5  * 

78.0 

350.9 

CPO 

05  27  27.6 

-0.3 

-0.3 

82.0 

310.  4 

LAC 

05  27  36.2 

0.5 

0.5 

83.5 

329.  5 

67  HERRIN  TRAVEL  TINE  TABLES 


ORIGIN  LAT.  LONG.  DEPTH  (FB)  SDV  IT  STA 

05:15:14.5  40.788N  26.591E  45.  CALC  0.4  10  5 

05:15:06.8  40.598N  26.744E  0.  REST  0.4  3 5 

CALC  REST 

0.0  0.0 

4.0  4.0 

0 1.  0 0 0 1.  0 0 

• 

o 0.  0 0 0 0.  0 0 

0.0  0.0 

0.0  o.o 

CHI2  COVERAGE  ELLIPSE;  95  PEP  CENT  CONF.. LEVEL,  SDV=  1.06 

MAJOR  163. 9KH.  MINOR  59.5FB.  AZ=  94  AREA*  30643  SQ.FH.  REST 
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DATA  SUMMARY 


INPUT  FOR  EVENT  27  MAR  75 
05:15:39.0  42. SOON  26.400E  OKH. 

ARRIVAL 


HAGNITUDE 


DT§T_ 

22.5 

65.0 

65.0 

75.1 

75.1 

78.0 

78.0 


j Ij  y vj  JU  - - - 

2 LR  06  02  42.0  LPZ  21.0  2400.  6.41  82.0 

2 EP  05  27  36.2  AB  1.1  197.  5.99  83.5 

ORIGIN  LAT.  LONG.  DEPTH  (KH)  HAG  SDV  STA  LPHAG  LPSDV  LPSTA 

05:15:14.5  40.788N  26.591E  45.  CALC  5.46  0.42  4 6.38  0.2  4 

05:15:06.8  40.598N  26.744E  0.  REST  5.57  0.41  4 6.38  0.2  4 


STA. 

PHASE 

TIHE  _INS1 

LZ2 — 

KS_. 

-i-H-l 

NAO 

EP 

05 

20 

06.7 

AB 

1.1 

379. 

5.  53 

HN-HE 

EP 

05 

25 

47.9 

SPZ 

1.2 

21. 

5.07 

HN-HE 

LR 

05 

54 

53.0 

LPZ 

17.0 

3538. 

6.48 

PR-ON 

EP 

05 

26 

49.3 

SPZ 

0.8 

166. 

5.73 

PF-ON 

LQ 

05 

54 

54.0 

LPT 

25.0 

1310. 

RK-ON 

LR 

05 

58 

20.0 

LPZ 

22.0 

3401. 

6. 53 

WH2YK* 

EP 

05 

36 

38.3 

SPZ 

0.9 

25. 

5.00 

WH2YK 

LQ 

06 

04 

07.0 

LPT 

33.0 

2281  . 

WH2YF 

LR 

06 

10 

56.0 

LPZ 

23.0 

1236. 

6. 10 

CPO 

EP 

05 

27 

27.6 

SPZ 

0.9 

?? 

CPO 

LQ 

05 

56 

54.0 

LPE 

26.0 

CLIPPED 

CPC 

LR 

06 

02 

42.0 

LPZ 

21.0 

2400. 

6.41 

LAO 

EP 

05 

27 

36.2 

AB 

1.1 

197. 

5.99 

WH2YK  27  MAR  75 
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